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15 November 1977 STAT 


Ben: 


Here's another cut at an 
alternative approach to using FY 
1979 ceiling in FY 1978 to met 
certain priorities. 


This version has not been seen 
by O/Comptroller. 


For your info I've attached a 
listing of potential problems. 
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